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DETAIL   OF   TYPICAL   ALTERNATIVE   CONTROL   SURVEY  MONUMENT  INSTALLATION SURFACED   TRAVELED   WAY   OF   STREETS   AND  HIGHWAYS
FIGURE A.3MENT   SO + LINES  ARE PERPENDICULAR  TO SIDES   OF MONUMENT; MONUMENT TO BE SET SO FOUR  ARMS   OF + IN CAP POINT ARE  IN  PROPER CARDINAL   DIRECTIONS.-
